ABC News 1 71 7 DeSales Street N.W Washington. 0 C 20036 Telephone 202 887-7390 

Steve Bell 

Correspondent 

GOOD MORNING AMERICA 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21701 

Dear Harold: 

The examination of Oswald's body prompted 
me to go back to your last letter and 
review your findings. I'm again going to 
pass the material along to appropriate 
producers, but don't hold your breath. 

I'm glad to hear you made it through a 
difficult period, medically. 


October 6, 1981 


Sincerely, 





